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Date of Records: 1870s 
Finding Aid: Eric W. Boyle (2014) 
Size: 1 box 

Series/Scope and Content Note: This single volume of photomicrographs contains twenty-three 
images taken at the Cincinnati Hospital museum by Henry Richmann. A stamp on the inside of the 
book suggests it was donated to the Surgeon General's Office at the time of publication. 

BOX AND CONTENT LIST 


List of photomicrographs: 


1. 

Deflated Lung 

2-3. 

Miliary tubercles in lung 

4. 

Capillaries of the brain showing effect of tuberculosis 

5. 

Section of lung from a case of pneumonia 

6. 

Bronchioli of pneumonia sufferer 

7. 

Fibroid and pigmented lung 

8. 

Enamel of tooth 

9. 

Section of bone 

10. 

Longitudinal section of bone 

11. 

Longitudinal section of bone 

12. 

Section of the bone, syphilitic necrosis 

13. 

Section of tongue 

14. 

Section of the mucous membrane of the stomach 

15. 

Section of wood 

16. 

Longitudinal section of grape 

17. 

Section of wood 

18. 

Section of wood 

19. 

Head of insect 

20. 

Scales from a butterfly 

21. 

Head of an insect 

22. 

Insect 

23. 

Diatome 
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